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Chrysler V-type Engine 

Cleaner, NSE Mechanism 

Clutches : 

Commercial Vehicle Show Review 
Motor Show Review of 

Coachwork, Motor Show Review of 

Cold Starting with Small Engines 
J. D. Richards) 

Combustion in Petrol Engircs 
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Tr.co-Folberth, Ltd.) (corres.) 
Flaw Detector, Ultrasonic 
Fluid Flywheel, Daimler Regency 
Fluorescent Crack Detection, Glo- 
er 
Footwear, Safety 
Ford-Mercury Transmission (O. D. 
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Lea-Francis Chassis 
Leaks in Shock Absorbers, Prevent- 
ing, Armstrong's Patents Co., 
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Vinycomb) 


ILGUARD Ventilated Ring 
Oils: 

Cutting, Transparent 

Engine Lubricating 
Withers) 

Soluble. Problems in Use 


PAINT, Heat-Resistant 
Painting: 
Drying by Radiant Heat 
Du Pont Steam Spraying System 
Overhead Radiant Heat Tunnels 
Paris Salon 


Patents 282, 321, 


368, 


Performance : 
Engine (J. C. 
Webb) .. 
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torial 


Lavender and C. R. 
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British Clearing Double-Action 
Press Plant. Chrysler Corporation 
Prevention of Scuffing 
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Reducing Road Noise 
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Research, Co-operative (Editorial 
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Screw, Self-locking 
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Spark Plug Testing, K.L.G. Works 


Split Pin Synchronizers 

Standardization of 
(Editorial 

Standardized Components 

Starting in Extreme Cold (J. D 
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“LAT Regal Mark IV Clutct 

A.E.C, eae Mark IV Gearbox 

A.E.C. Regal Steering 

Albion Integral Exhaust Manifold 

Alfa-Romeo Induction System 

Allard P2 Chassis 

Allard P2 Front Suspension 

Alvis 3-litre Engine 

Alvis Gearbox 
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Suspension 
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pension 

Armstrong Siddeley Gear Control 
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Atkinson Gearbox Control on 
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and Suspension 
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Austin Seven Engine 

Austin Seven Front Suspension 


Front 
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Slack Adjuster 


STRATIONS OF 


AUTOMOBILE 
ENGINEER 


Suspension—Continued 
Motor Show Review of Front 
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roughened Glass (H. D. Hendrick 

Tracer Technique, Engine Wear 
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Borg and Beck A.S. Clutch 
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| aaa Flaw Detector 
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VVESSLIGHT Reflectors 
Welding, Argonarc 
Welding Machine, Bronx 
Works, see Factories. 


AND CHASSIS DETAILS 


Commer Superpoise Induction 
System and Carburettor 


| AIMLER Hydraulic Steering 
Gear on Bus Chassis 

Daimler Regency Chassis 

Daimler Regency Crankcase . 

Daimler Regency Engine 

Daimler Regency Frame 

Daimler Regency Front Suspension 

De Dion Axle on Pegaso Chassis 

Delaney Gallay A4 Heater Unit on 
Studebaker 

Delaney Gallay A9 Heater on 1 Alfa- 
Romeo 2-litre 

Dennis Lancet 
Axle , 

Dennis Lancet 
Control ‘ 

De Soto Firedome V- eight Induc- 
tion System 

Dodge 123  Six-tonner 
System 


Double- reduction 


Hydraulic Clutch 
"Induction 


;ERRARI 2.9 litre Trailing Link 
Rear Suspension : 

Fiat V8 Engine 

Fiat V8 Induction System 

Foden FD4 Two-stroke Diesel En- 
gine ; 

Ford Front Suspension 

Ford Mercury Heater 
Blower 

Ford Zephyr Heater Unit 

Fordson Major Engine 121, 

Frazer-Nash Brake 


Unit and 





ARDNER 6HLW Engine 
Girling Disc Brake 
Girling Disc Transmission Hand- 
brake ... : ae ee 


ANDS Trailer, Brake Com- 
pensator 

Healey Trailing Link Front Sus- 
pension ... . 

Hotchkiss- Gregoi re Engine , 

Hotchkiss-Gregoire Induction 
System . 

Humber Super Snipe Chassis 

Humber Super Snipe Gearbox and 
Clutch .. 

Humber Super Snipe Induction 
System ; 


AGUAR MK VII Chassis 
Jaguar Frame Section . 
Jaguar Gearbox and Clutch ..... 
Jaguar Independent Front Sus- 


pension 
Jaguar-Moss Gear box 
Jowett Series III Engine 


AISER Henry J. Corsair Induc- 
tion System .. 

Kaiser Manhattan Heater Unit 

Karrier Gamecock Gearbox and 
Control 

Karrier Gamecock Induction and 
Exhaust Manifolds . 

Kirkstall Internal-geared ‘Double- 
reduction 25-ton Axle . 

Kirkstall Internal-reduction Front- 
Wheel Drive 

Kroune-Mattel KMD6 Diesel En- 


ANCHESTER nani Installa- 
tion 
Lea-Francis Chassis : 
Lea-Francis 2}-litre Engine 
Lea-Francis Frame 
Leyland Tiger Cub Gearbox ‘and 
Clutch Control 
Leyland Tiger Cub Pedal Air-brake 
Valve ... 
Lockheed Hydraulic Disc Brake .. 
Lockheed Rear Disc Brake . 


MONTHS 
January 
February 
March 


April. eee ) 19-158 
May . : 159—200 


AUTOMOBILE 
ENGINEER 


Me: DEUTZ Air- cooled 
V-eight Diesel Engine 

Magirus-Deutz 6!-ton Chassis 

Meadows 4DC330 Diesel Engine 

Mercedes Rear Suspension 

Metalastik Double-cone Coupling 
on Scammell 

Minneapolis-Moline Four-cylinder 
V-type Engine 

Morris Commercial Back Axle 

Morris Commercial Induction 
System 

Moss Gear 7-ton Hypoid Axle 


TARDI Front Suspension 
4% Nardi Rear Suspension 
Nash-Healey Frame 
Nash-Healey Gear Control 
Nash-Healey Induction System 


( LDSMOBILE Rocket Induction 
System 


JANHARD 
System 
Pegaso Berlinette Engine 


Junior Induction 


Pegaso Rear Axle 481, 


Pegaso Rear Suspension 

Pegaso Steering Linkage 

Pegaso Torsion Bar Suspension 

Pegaso V-eight Induction System 

Perkins Horizontal Diesel Engine in 
Dennis Stork Chassis 

Perkins Three-cylinder P3 Diesel 
Engine 

Perkins’ Vertical P6 Diesel Engine 
in Seddon Chassis 


ENAULT Colorale Carburettor 
and Induction System 
Riley 2}-litre Frame 
Riley Front Suspension 
Riley Rear Suspension 
Rolls-Royce C6.NLF Diesel Engine 
Rosengart Ariette Distributor 
Mounting 


Ross Hydrapower Steering U nit 519, 52 


Rover Front ——— 
Rover Gearbox 


MONTHS 


August 
September 


PAGES 

June 201—240 
July 241—282 
283—322 Extra Issue 
323—368 


~AGINAW Power Steering Unit 
Salisbury Axle on 3-litre Alvis 
Scammell Constructor Rear Bogie 
Scammell Epicyclic Back Axle 
Scammell Front-wheel Drive Axle 
Scintilla 6in Alternating Current 
Generator and Rectifier 
Sentinel Gearbox Control 
Singer 1500 Gearbox 
Singer SM _ Roadster 
System 
Smiths Combustion Heater 
Smiths 4 kW Heater Unit 
Smiths 3} kW Heating and Demist- 
ing Installation .. 
Standard Engine, Thermostatically 
controlled Hot-spot 
Studebaker Heater Unit 


Induction 


“HORNYCROFT Antar Back 
Axle 
Thornycroft Antar ‘Gearbox 
Thornycroft 11.3-litre Diesel Engine 
Thornycroft Main and _ Transfer 
Gearboxes 
Triumph Induction System 


UNIPOWER Gearbox and Trans- 


posing Gear 


J AUXHALL 
System 
Vauxhall Square Engines 211, 325, 
Vauxhall Wyvern Induction System 
Voisin Biscooter, Rack and Pinion 

Steering Mechanism 
Voisin Biscooter, Rubber Belt Sus- 
pension System 


1$-litre Induction 


YWILLYs-OVERLAND Hurri- 

/Y cane Engine 463, 

Wilson Gearbox on A.E.C. Regal 
Chassis 

Wolseley Four-Fortyfour Front Sus- 

; pension 

Wolseley 
Unit 


Heater 


Four-Fortyfour 


Z*: Media Electrically Controlled 
—“ Gearbox 


PAGES 
369—414 
415—458 
459—S04 
505—548 


MOoNTHS 
October 
November 


December 
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